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1, On I January 1952 0 the Reick plant of VEB Zeiss -Ikon, Dresden, 
vms taken over by ViB Carl Zeiss, Jena . The name of the plant 
was changed to Opt Ik Carl Zeiss Jena VEB f Fertigongsstelle 
Reick, Dresden A 36., 


2» On 1 April 1952, a team from the commercial department of Zeiss 
Jena was transferred to the Reick plant to supervise the sale 
of optical instruments produced by that plant* 
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